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CURRENT STATUS 


Site/6roup 

SITE/SROUP 

Both 

Sites : 

Lincoln 

Phoenix 

firaup 1 

Group 2 
(Month) 

Group 1 
(infill) 

Group 2 
(Month) 

Accord 

11 

29 

8 

14 

62 

irlboro Ultra Lights 

& 

15 

3 

8 

32 

Tots 

1? 

44 

11 

22 

54 
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